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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 062576 

15 

ORIGIN HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 RSC-01 /041 R 
66611 

DRAFTED BY: DHRW/FD A:l RSHF.T .TON 
APPROVED BY: SCLMSBEAUBIEN 
DHEW/OIH:MACODDING 
EUR/WE:EJBEIGEL (INFO) 

130615 

R 282133Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ROME 
INFO AMCONSUL MILAN 

UNCLAS STATE 062576 

E.O. 11652: N/A 
TAGS: TBIO; IT 

SUBJ: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: ROME 3647; STATE 43501; ROME 2678 

1. FDA ADVISES 

DESERET BELIEVES DANELI RECEIVED NOTIFICATION OF TOTAL CATHETER 
RECALL; HOWEVER, INTERNATIONAL SALES GROUP MAY HAVE SENT OTHER 
UNKNOWN INFORMATON. FIRM IS SENDING A CONFIRMATION TO 
DANF.LT NOTIFYING HIM AGAIN OF THE TOTAL RECALL, TO CORRECT ANY 
MISCONCEPTIONS. 

2. FIRM IS ALSO CHECKING OTHER INTERNATIONAL CONSIGNEES TO 
DETERMINE WHAT DIRECTIONS THEY RECEIVED. RUSH 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, MEDICAL CARE, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 MAR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE062576 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/FDA:LRSHELTON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740068-0917 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974036/aaaaafxm.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: ROME 3647; STATE 43501 ; ROME 2678 

Review Action: RELEASED, APPROVED 

Review Authority: WorrelSW 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by elbezefj>; APPROVED <1 1 DEC 2002 by WorrelSW> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
TAGS: TBIO, IT 
To: ROME 
Type: TE 
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